addidonal inRirmatlon. 
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1. CERTIFICATE NUMBER: 14.R.0042 
CUSTOMER NUMBER: -122 


Cytogen Research & Development Inc 
89 Bellevue Hill Road 
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Telephone: (617) -325-7774 
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FACILITY LOCATIONS ( Sites ) - See Atached UsOivb 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional ahesU If neceasarvoruae APHIS Form 7Q23A1 I 

A, 

Animals Covared 

By Ths Animal 
Welfars Regulations 

B. Number or animat 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used fw such 
purposes. 

C. Number of 
animels upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 

Involidng no pain, 
distress, or use or 
paJmrelleving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research^ 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anestheflc, analgesic, or 
tranquiitzlng drugs were 
usedx 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were coivlucted Involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthedc, analgesic, or tranquillz 
diugs would have adversely affected the praeedures, res 
□r interpretallon of the teaching, research, experiments, 
surgery, or teste. ( An explanadon of the procedures 
producing pain or dlslresa In these animals and the reast 
such drugs were not used must be attached to this repbri 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



1) Professionally acceptable standards govemino the cate, treatment, and use of animals, Including appropriate use of anesteUc, analgesic, and Iranquillzing dmgs, prior to, during, and following adual rest 
teaching, testing, surgery, or experimenlebon were tollowed by this research facility. 


2 ) Each principal Investigator has oonsideied altemasves to painful procedures. 


3) This facility is adhering to the standards and regulations under the AcL and It has required that exceptions to the standards and regulations be specified end explained by the principal investigalor and ap 
Inslilrjfional Animal Caro and Use Commitlee (lACOC). A aummary of all such excepdons Is attached to this annual report. In addition to Identilyfng the lACUC-approved exceptions, this sunmaty in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research tacillly has a ppropriate authority to ensure the praviston of adequate veterinSry care and to oversee the adequacy of other aspects of animal care and use. 
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